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THAT 


1, HQS OPS HAS BEEN ADVISED THROUGH ROUNDABOUT CHANNELS 
UNABLE STAGE TO [FOR 27 JUN MSN DEP, AIRLIFT 


AND NORAD COORD HAS NOW BEEN DELAYED 24 HRS TO 28/09203 TAKE: 
OFF FR02 


AND APPKOX 27/I400Z DEP OF 

I 

PLS ADVISE BY CABLE STATUS Off 343, ETXC, AND ABILITY TO DEPLOY. 

2 » IN FUTURE PLS ADVISE OPNL MATTERS IN OPS CHANNELS 9 
PREFERABLY BY CABLE, 
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